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-may 25, 1914. 


Hon. John A, Mead, 
Rutile and, Vermont. 


My dear Governor Mead; 


Your letters or May 22nd and 25rd- 
were received during my absence from town, as 
I preached Sunday at Phillips Exeter Academy. 


I am glad that you feel we should 
have an advisory committee from the facuity 
and I shall take pleasure in requesting Iro- 
fessors “right, Sanford arid Harrington to serve 
in this capacity in accordance with the suggestions 
of yar letter. Professor Wright is now on his 
way home, but he will be tith us by the close 
-of the week and I am sure he will take enthusiastic 
inte rest in tne work assigned hin. , 

‘1 note the letter to you from Rising È 
den Skate Company, I suppose it is a sre: 


early yet to determine such a matter, but i F one. 
when bs time comes we shall be able to Paor 
some Vernont organizations, both for reasons of 
economy and other considerations. 


| I spent some time on the chapel matier 
in oston Satur day. i had an inte erview with the- 
R, D. Kimball Company, the engineers who have 
planned the heating system for the college for 
many years, with reference to running the pipe 
line ee os new chanel. it is early to maxe 
definite arrangements for this, but the props 


APLAR ae ae lans, re uires tine nd it is 
well- get Cae if early.” ae a 


I also called on Doctor Barton of our 
Board, who has had much exverience in the erection 
of college baabdines in connection with the. | 
American Board; and who is greatly interested 
in our ovn institution, Fe expressed the cespeey 
gratifécation with your proposal and together we- 
went to the office of Allen & Collens, looked over 
their drawings carefully, and discussed with Hr. 
Allen, the senior partner, the general plan of 


e 
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the chapel. we found that they are revising 
their study some and t think in a short time 
“they will show us a plan, which while following _ 
the same general features as that we now have, | 
will show better symmetry and proportion and be 
a marked improvement. -I was pleased with the. 
careful study they appear to be giving to tne 
whole question. ‘heir ideas of the interior 
seem to me excellent and I believe with such 7 
a chapel we would have a building equal to any 
in religious impressiveness and dignify of 
style. Doctor Barton then took Me to the office 
of the architects who constructed the chanel in, 
Bates College, Naine, the latest college chapel 
to be erected in “ew England,- I am confident 
the building we are planning will be much su- 3 
cericr in style and apvearance to tne tates chapel. 


I find in my majl further letters of - 
approval anc congratulation from memcers oi the 
osr of Trustees, i.e., wessrs Wright, Lellosg, 
Abernethy and Pletcher. -Perhaps you would like 
to- see copies of all the letters from member 
of the Hoard. i will be glad to have them copied 
if you wish. | | | 
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Paithiully yours, 


